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Camera shows 
view from JFK 
killer’s perch 

ASSOCIATED PRESS 

DALLAS — For the first time, 
the world can look out from the 
perch where Lee Harvey Oswald 
fired the Bhots that killed President 
Kennedy on Nov. 22, 1963. 

Images from a camera mounted 
in the sixth-floor window of the old 
Texas School Book Depository can 
be viewed at the Sixth Floor Muse- 
um’s Web site, www.jfk.org. 

Sen. Edward Kennedy, D- 
Mass., brother of the slain presi- 
dent, criticized the innovation. 

“Those who guided the original 
creation of the Sixth Floor Muse- 
um made a substantial effort to 
prevent the exploitation and com- 
mercialization of President Kenne- 
dy’s death, and their efforts were a 
great credit to the people of Dal- 
las,” Kennedy spokeswoman Melo- 
dy Miller said Wednesday. 

Jeff West, executive director of 
the museum, said he was “sur- 
prised and disappointed, frankly” 
at Kennedy’s remarks, but defend- 
ed the installation of the camera. 

,r We have received countless re- 
quests for access to the view of 
Dealey Plaza from the sniper’s 
perch. The installation of this cam- 
era affords us the opportunity to 
honor those requests without dis- 
rupting the solemnity of the muse- 
um experience,” West said. 



